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Environmental Health Services 

RETAIL FOOD PROTECTION - OFFICIAL INSPECTION REPORT 
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FACILITY NAME 

MARCELINOS MEXICAN RESTAURANT 

REINSPECTION DATE 

Not Specified 

INSPECTOR DATE 

Kelly Eredia 1/2/2019 

LOCATION 

21510 BEAR VALLEY RD L13B, APPLE VALLEY, CA 92308 

PERMIT EXPIRATION 

IDENTIFIER: None 

SERVICE: 004 - COMPLAINT - INITIAL 

RESULT: 05 - CORRECTIVE ACTION / FOLLOW UP REQU 

ACTION: 13 - PERMIT SUSPENDED / FACILITY CLOSED 

TIME IN TIMEOUT FACILITY ID RELATED ID 

2:09 PM 2:35 PM FA0004924 C00064418 

PE 

1621 

RETAIL FOOD PROTECTION - Public Eating PI (25-99 Seats) 


Based on an inspection this day, the items marked below identify the violation(s) in operation or facilities which must be corrected. Failure to correct 
listed violation(s) prior to the designated compliance date may necessitate an additional inspection to be billed at the hourly rate as provided in the 
San Bernardino County Code, Schedule of Fees . 


Administrative Order to Show Cause (OSC): The Permittee has the right to a hearing if requested in writing within 15 calendar days of receipt of this 
notice, to show cause why the permit to operate should not be suspended or revoked; otherwise the right to a hearing shall be deemed waived. 

See the following pages for the code sections and general requirements that correspond to each violation listed below. 

16K999 Complaint Inspection 

Compliance Date: Not Specified Inspector Comments: Environmental health received a complaint stating when waiting to be seated, a couple 

of roaches were seen crawling on pictures. 

Reference - HSC 

Discussed nature of complaint with operator who is not aware of complaint. 

Routine inspection conducted same day as complaint investigation. During inspection, adult cockroach was 
observed climbing up wall at dishwasher area. Live adult and nymph cockroaches were observed in floor sink 
beneath soda station. When floor sink liner was removed, numerous dead nymph cockroaches were observed 
lining floor sink and live nymph cockroaches observed crawling on exterior of floor sink liner. Nymph 
cockroaches also observed crawling on floor beneath soda station, adjacent to floor sink. 

Facility is closed due to active cockroach infestation. Permit shall remain suspended and facility closed until 
reinspection is conducted by EHS. Prior to contacting EHS for reinspection, obtain pest control to eliminate 
infestation. Operator was advised to attend supervisory review the following day. Once proper action is taken to 
remove vermin, reinspection may be conducted to reinstate permit. 

Description: A complaint report has been received by Environmental Health. 


Overall Inspection Comments 

Notice of Closure sign posted. Do not remove or relocate sign. 

Contact EHS for reinspection at 800-442-2283 to reinstate permit to facility may operate. 
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